NEW KIEL AS OF MAY 1990 
MAX5 


Z0A13789Z8 


TOTAL U.S. 


SHARE 

DIFF 


TOTAL 

PRICE VALUE 

2.92 

TOTAL 

BOX 

1.20 

TOTAL 

MKTD LOW TAR 

0.31 

TOTAL 

ULTRA 

0.44 

TOTAL 

MENTHOL 

-0.65 
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